From: Jo_Stewart@MEEI.HARVARD.EDU 
Sent: Tuesday, March 06, 2012 4:10 PM 
To: scarter@neccrx.com 
Subject: RE: NECC Eye block 

Yes 


Thanks 


Jo 


Original Message 

From: Sharon Carter [mailto:scarter@neccrx.com] 

Sent: Tuesday, March 06, 2012 2:58 PM 

To: Stewart, Jo 

Subject: RE: NECC Eye block 

i received the order. I will have to set up a courier for delivery of at least some of these. Will the shipping 
address be the same? Attn: pharmacy 7 floor? 


Sharon Carter, C.Ph.T. 


Description: 

jpglogo 


697 Waver!y Street 
Framingham, MA 01702 


Direct Line: 508-656-2634 


5.?.'?.rMC@.0.sccrX:CO m 


From: Stewart, Jo [mailto:Jo_Stewart@MEEI.HARVARD.EDU] 

Sent: Tuesday, March 06, 2012 2:13 PM 

To: Sharon Carter 

Subject: RE: NECC Eye block 

Michael has sent the order. 

Thanks for the information and i’ll keep you posted. 

Thanks 

Jo 


— Original Message — 

From: Sharon Carter [mailto:scarter@neccrx.com] 

Sent: Tuesday, March 06, 2012 2:12 PM 
To: Stewart, Jo 
Subject: NECC Eye block 

HI Jo, 

The log sheet for the eye block lot# 02212012@91 has been reviewed by both the pharmacist and a 
technician that made the item. The weights of each ingredient are accurate and the pH was adjusted to 
5.2. The technician that made you eye block has been compounding for many years and also makes 

rrl 

other facilities' eye blocks as well. We sent you #300 syringes on February 23 and when I spoke to 
you today you said you had about 130 to 140 syringes remaining. Approximately 170 syringes were 
used without incident. This product does require refrigeration and I believe previous issues you have 
had with this product were a result of improper storage. 


USA2001441 76 



I understand that you will be ordering 300 more syringes and would like to receive them as soon as 
possible. 

I will be looking for your new order. 


Sharon Carter, C.Ph.T. 


x 


Description: 

jpglogo 


697 Woverly Street 
Framingham , MA 01702 
Direct Line: 508-656-2634 
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